Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 OSLO 03178 311159Z 

43 
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UNCLAS OSLO 3178 

E.O.l 1652: N/A 
TAGS: BEXP.NO 

SUBJECT: FOREIGN GOVERNMENT TENDER-OIL SPILL CONTROL EQUIPMENT 
REF: STATE A-l 168, 2/1 1/74 

THE GON POLLUTION INSPECTION AGENCY REPORTS THAT IT WILT. 

IN TWO OR THREE WEEKS TIME REQUEST BIDS FOR OIL SPILL 
CONTROL AND PREVENTION EQUIPMENT FOR EMERGENCY USE FOR 
PROTECTION OF NORWEGIAN COAST. THE EQUIPMENT SHOULD BE 
LIGHT-WEIGHT TO BE TRANSPORTABLE BY HELICOPTER, AND 
INCLUDE FLOATING RUBBER CONTAINERS.BOOMS. ABSORB ANTS. 

ALSO SYSTEMS FOR DISCHARGING TANKERS AGROUND. THE 
VALUE OF EQUIPMENT IS ESTIMATED AT DOLLARS ONE AND A 
HALF MILLION. DEPARTMENT WILL BE INFORMED WHEN EMBASSY 
RECEIVES BID PAPERS WITH SPECIFICATIONS. BID DEADLINE 
WILL PROBABLY BE SIX WEEKS FROM INVITATION TO SUBMIT. 
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